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Message Text 



UNCLASSIFIED 

PAGE 01 TEL AV 03731 080908Z 
16 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /017W 

038342 

R 080757Z JUL 74 
FM AMEMBASSY TEL AVIV 
TO USDOC WASHDC 
INFO AMEMBASSY JIDDA 
SECSTATE WASHDC 3021 

UNCLAS TEL AVIV 3731 

E.O. 11652: N/A 
TAGS: BEXP IS 

SUB J : WTDR-MICROELECTRONICS LTD. 

REF: STATE 1 13695; JIDDA 2590, 3451 TEL AVIV 2119, 2697 
TEL AVIV 3304 , 3350,3351 USDOC 9062 

1. ADDRESS: REHOV HAPATISH 4, INDUSTRIAL ZONE, AZOR 58815. 

CABLE: JFDAZOR. TELEX: 32101. PHONE: 03-851186. OFFICIERS: 

AVIV BEN-SHAI, GENERAL MANAGER; RAM JACOBSON, CHAIRMAN, 

BOARD OF DIRECTORS. 

2. PRIVATE LIMITED COMPANY INCORPORATED 1962, WITH AN 
AUTHORIZED AND PAID UP SHARE CAPITAL OF I.L. 1 MILLION (IL 
4.20 TO $1), HELD BY CONSOLIDATED ENTERPRISES LTD. (WTDR: 

7/5/75). SUBJECT ACTS AS MANUFACTURER OF VARIABLE AND 

FIXED CAPACITORS, COMMUNICATION ANTENNAS AND MASTER ANTENNA 
EQUIPMENT (MATV). EXPORTS TO EUROPE, ASIS, AFRICA AND 
AUSTRALIA. ON OPEN ACCOUNT TO COUNTRIES WHERE SUBJECT HAS 
REPRESENTATIVES, AND ON CAD TO OTHERS. IMPORTS 90 PERCENT OF RQS 
MATERIALS ON OPEN ACCOUNT FROM USA AND EUROPE. EMPLOYS 350. 

3. FINANCIAL REFERECNES: BANK LEUMI LE'ISRAEL, 19 REHOV 
HERZL, TEL AVIV. TRADE REFERENCES: N/A 

4. MAJOR FOREIGN FIRMS REPRESENTED: N/A 

5. WELL ESTABLISHED FIRM ENGAGED IN THE MANUFACTURE OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEL AV 03731 080908Z 

MINIATURE VARIABLE GLASS, QUARTZ, AIR AND CERAMIC 
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CAPACITORS; PRECISION METAL PARTS PRODUCED BY 
AUTOMATIC SCREW MACHINES; ELECTRONIC PARTS FOR CENTRAL 
TELEVISION ANTENNA SYSTEMS; COMMUNICATION ANTENNAS; 
ELECTRO PLATING WORKS; AND OTHER ELECTRONIC COMPONENTS 
AND DEVICES. SUBJECT'S FINANCIAL CONDITION IS REPORTED 
VERY GOOD, AND ASSETS GREATLY EXCEED CURRENT LIABILITIES. 
SALES ARE STEADILY GROWING AND WERE OVER I.L. 7.5 MILLION 
FOR FY’ 1973. COMPANY IS REPORTEDLY PLANNING TO PRODUCE 
ADDITIONAL NEW PRODUCTS. MANAGEMENT IS EXPERIENCED AND 
ENJOYS A GOOD BUSINESS REPUTATION. COMMITMENTS ARE 
HANDLED AS AGREED. FIRM IS RECOMMENDED AS A GOOD TRADE 
CONTACT FOR US BUSINESSMEN. 

6. DATE OF INFO: 07/74. 

VELIOTES 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TELAV03731 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 80-0625 
From: TEL AVIV 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740767/aaaacfhh.tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: STATE 1 1 3695: JIDDA 2590, 3451 TEL A, VIV 21 1 9, 2697 

Review Action: RELEASED, APPROVED 

Review Authority: martinml 

Review Comment: n/a 

Review Content Flags: 

Review Date: 25 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 JUN 2002 by thomasv0>; APPROVED <1 5 JAN 2003 by martinml> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR-MICROELECTRONICS LTD. 

TAGS: BEXP, IS 
To: COM 
Type: TE 
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